US Department of Labor 


Occupational Safety and Health Administration 

Chicago Regional Office 

John C. Kluczynski Federal Building 

230 S Dearborn Street, Suite 3244 

Chicago, Illinois 60604-1694 



August 7, 2019 

Beryl C D. Lipton 
MuckRock News 
411A Highland Avenue 
DEPT MR 19133 
Somerville, MA 01244-2516 

Re: FOIA Request - SIMS #881175 


Dear Mr. Lipton. 

Thank vou for your Freedom of Information Act request, which was received in our OSHA 
Regional Office on August 6, 2019. Your request regarding the facility listed above has been 
forwarded to the Indiana Occupational Safety and Health Administration that is located at the 

following address. 


Michelle Ellison, Deputy Commissioner 

Indiana Occupational Safety & Health Administration 

Compliance/Investigation 

402 W. Washington St., Rm. W195 
Indianapolis, IN 46204-2287 
317-232-1987 

Should you have any further questions or concerns regarding your request, please feel free to 
contact them directly. 


Sincerely, __ 

Shumaine Douglas 
FOIA Coordinator (Detail) 
Region V 




